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of  Water  Research  and  Technology,  U.S.  Department  of  the  Interior,  and  published 
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The  Secretary  of  the  Interior  has  determined  that  the  publication  of  the  periodical  is  necessary  in  the  transac- 
tion of  the  public  business  required  by  law  of  this  Department. 


As  the  Nation's  principal  conservation  agency,  the  Department  of  the  Interior  has  respon- 
sibility for  most  of  our  nationally  owned  public  lands  and  natural  resources.  This  in- 
cludes fostering  the  wisest  use  of  our  land  and  water  resources,  protecting  our  fish  and 
wildlife,  preserving  the  environmental  and  cultural  values  of  our  national  parks  and  historical 
places,  and  providing  for  the  enjoyment  of  life  through  outdoor  recreation.  The  Department 
assesses  our  energy  and  mineral  resources  and  works  to  assure  that  their  development  is  in 
the  best  interests  of  all  our  people.  The  Department  also  has  a  major  responsibility  for 
American  Indian  reservation  communities  and  for  people  who  live  in  Island  Territories  under 
U.S.  administration. 
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Selected  Water  Resources  Abstracts,  a  monthly 
journal,  includes  abstracts  of  current  and  earlier 
pertinent  monographs,  journal  articles,  reports,  and 
other  publication  formats.  These  documents  cover 
water  resources  as  treated  in  the  life,  physical,  and 
social  sciences  and  the  related  engineering  and  legal 
aspects  of  the  characteristics,  supply  condition,  con- 
servation, control,  use,  or  management  of  water 
resources.  Each  abstract  includes  a  full  bibliographic 
citation  and  a  set  of  descriptors  which  are  listed  in 
the  Water  Resources  Thesaurus.  The  abstract 
entries  are  classified  into  10  fields  and  60  groups 
similar  to  the  water  resources  research  categories 
established  by  the  Committee  on  Water  Resources 
Research  of  the  then  Federal  Council  for  Science  and 
Technology. 

Selected  Water  Resources  Abstracts  is  designed  to 
serve  the  scientific  and  technical  information  needs 
of  scientists,  engineers,  and  managers  as  one  of 


several  services  of  the  Office  of  Water  Research  and 
Technology.  The  cumlative  SWRA  file  from  1968  and 
montlhy  updates  are  available  also  in  magnetic  tape 
through  lease  from  NTIS. 

THE  OFFICE  OF  WATER  RESEARCH  AND 
TECHNOLOGY  DOES  NOT  PROVIDE  COPIES  OF 
DOCUMENTS  ABSTRACTED  IN  THIS  JOURNAL. 
Sufficient  bibliographic  information  is  given  to 
enable  readers  to  order  the  desired  documents  from 
local  libraries  or  other  sources. 

Comments  and  suggestions  concerning  the  contents 
and  arrangement  of  this  bulletin  are  welcome. 
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Washington,  D.C    20240 
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Regional  Studies  of  University  of  North  Carolina. 

.  Eastern  United  States  water  law  at  the  College  of  Law  of  the  University  of  Florida. 

.  Policy  models  of  water  resources  systems  at  the  Department  of  Water  Resources 
Engineering  of  Cornell  University. 

.  Water  resources  economics  at  the  Water  Resources  Center  of  the  University  of  Wisconsin. 

.  Eutrophication  at  the  Water  Resources  Center  of  the  University  of  Wisconsin. 

.  Water  resources  of  arid  lands  at  the  Office  of  Arid  Lands  Studies  of  the  University  of  Arizona. 

•  Water  well  construction  technology  at  the  National  Water  Well  Association. 

•  Water-related  aspects  of  nuclear  radiation  and  safety  at  the  Oak  Ridge  National  Laboratory. 

•  Water  resource  aspects  of  the  pulp  and  paper  industry  at  the  Institute  of  Paper  Chemistry. 


Supported  by  the  Environmental  Protection  Agency  in  cooperation  with 
WRSIC 

Effect  on  water  quality  of  irrigation  return  flows  at  the  Department  of  Agricultural  Engineering 
of  Colorado  State  University. 

Agricultural  livestock  waste  at  East  Central  State  College,  Oklahoma. 

Municipal  wastewater  treatment  technology  at  the  Franklin  Institute  Research  Laboratories. 
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